STATUTES AT LARG       [

Health Officer may permit her to give a laxative as needed, and
.,irate 1/320 grain for hemorrhage or bleediog after the baby
is born.
(9) She shall not give an injection of any kind into the birth canal
without orders from the doctor.
(10) A midwife shall endeavor to secure the assistance of a physician
if the child is not born after twenty-four hours of labor.
(01  A midwife must call a doctor if anything goes wrong.
(12) If the mother has a spasm, or bleeds either before or after.the
child is born, the midwife shall send at once for a physician. She
shall do likewise if the mother is very weak or her labor is slow.
If the mother shows signs of fever, she shall gend for the physician
at once without waiting until she is worse.
(13) The cord shall be dressed at once with a clean dry dressing. No
grease is to be used.
(14) As soon as the child is born, two drops of I per cant solution of
nitrate of silver shall be dropped into each eye. For this purpose
this midwife may use only a solution put up commercially, by a
reliable drug supply house, in wax ampules. Drug Store prepara
tions or other preparations may not be used.
(15) Every case of "baby's sore eyes" or reddening of the eyelids shall
be reported at once to a physician and to the County Health De-
partment.
(16) A midwife may not leave one case to go on another or attempt to
handle two or more deliveries at the same time.
(17) The midwife must remain with her patient for a period of not
less than 2 hours following delivery.
(18) Every midwife shall report all births she attends within ten days
to the local registrar.
(19) If a baby is born too soon (before full term) a midwife shall re-
port it to the County Health Department as soon as the baby is
born.
IV. PENALTY.
Any person violating any of the above rules or regulations shall, upon
conviction, be punished as provided in Section 2314, Vol. III, Code of
Laws of South Carolina, 1922. (This section provides that any one fail-
ing to comply with any of the rules or regulations of the Executive
Committee of the State Board of Health shall, upon conviction, be fined
not to exceed $100.00 or imprisonrd not to exceed thirty days.)
LOCKER PLANT
(Filed Secretary State's office March '20, 1946.)
SECTION 1: In every locker plant each room wherein meat is handled
or stored shall be completely screened at doors, windows and other
openings with wire gauze, 18-mesh per inch in either direction, and such
gauze shall be at all times kept in perfect repair.
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